SECOND  PRESBYTERIAN  CHURCH 

Fort  Lauderdale,  Florida 
Samuel  G.  Orlandi,  D.  D.,  C.  Duane  Wickard,  B.  D., 
Ministers 

Design  and  glorious  luminosity  of  the  lace-like  facade 
with  its  more  than  1700  openings  containing  30,000 
pieces  of  hand-set  glass,  designed  by  Willet  Stained 
Glass  Studios,  seen  from  the  interior  of  the  Sanctuary. 
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